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ADVANTAGES OF ALUMINUM COMBINED WITH 
TIME-PROVED DESIGN BY PIONEER 
METAL WINDOW SPECIALISTS 
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ALUMINUM 
PROJECTED 
WINDOWS 


The Bayley Aluminum Projected Window offers quantity produc- 
tion of window construction under the jealously-guarded Bayley 
banner. It represents the culmination of years of combined en- 
deavor; the 66 years of Bayley’s pioneering and specialization in 
fabrication and metal design; and the Aluminum Industry's many 
years of research and development of the best Material for endur- 
ing construction needs. For buildings of Today and Tomorrow, 
this window has gained high favor among discriminating speci- 
fiers and purchasers. 

Pleasing in appearance, modern in design, mechanically care- 
free and built of especially extruded extra strength sections, the 
Bayley Aluminum Projected Window is equally suited to com- 
mercial buildings or private living units. Flat unobstructed interior 
permits use of any decorative treatment with drapes and blinds. 
Awning effect of Projected-Out Ventilator combines weather pro- 
tection and ventilation; Projected-In Ventilator also affords ‘‘no 
draft” ventilation. Attractive hardware is simple and apparent 
in operation and has no complicated parts to get out of order. 
Exterior and interior of window can be washed from the inside. 

As the originator of the double glazing provision in metal win- 
dows, this Bayley Aluminum Projected Window is also designed 
with extra deep sections to accommodate the recently perfected 
double glazing known as “Thermopane” or ‘Twindow” 1/" thick. 
These advantages, plus many others described elsewhere in this 
bulletin quickly reveal the suitability of this window—provided 
with or without screens—for buildings of all types of construction 


and architectural treatment. 
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we Modern Appearance. 


% Economical—Painting 
unnecessary. 

¥% Permanent—Long carefree life. 

¥% Simplicity—No complicated 
mechanism. 

%& Complete—Ready for installation 
and glazing. 


%& Universal—Adaptable to all types 
of construction. 


%* Ample provision for wall engage- 
ment in window opening. 


¥% Glazing outside—flat surface in- 
side—easy to wash and clean. 


¥% Extra deep sections—Accommo- 
date “‘Thermopane” or, ‘“Twin- 
dow” glazing. 


% Windows prepared for screens. 


%& Projected ventilators— 

Work smoothly—not affected by 

moisture, warping, or sticking. 

Indirect Ventilation. 

Awning—protection during 
showers. 

Positive acting hardware— 
Operation is direct and 
apparent. 

Screens with wicket for easy 
access to hardware. 

Washing from inside—smooth 
surface and large lights clean 
quickly. 

Designed for simple applica- 
tion of accessories, such as — 
screens, draperies, shades, 
curtains, venetian blinds or 
awnings. 
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PROJECTED-OUT VENTS 


PROJECTED -IN VENTS 


56" 


SIZES SHOWN ARE WINDOW DIMENSIONS. 
LAYOUTS SHOWN CAN ALSO BE FURNISHED 
AS FIXED WINDOWS. 
LAYOUTS OF UNITS, SIZES AND KINDS OF 
VENTILATORS ARE RESTRICTED TOTHOSE SHOWN. 
GLAZING IS WITH PUTTY OUTSIDE.- 
MULTIPLE UNIT OPENINGS CAN BE ARRANGED 
peo MULLIONS 2's" TO 3's" WIDE. (SEE PLATE 
406) 


® BAYLEY HOUSING AND it 
SL ASS Sieho RESIDENTIAL WINDOWS; | i 


A- 19%" THE ONE LIGHT HIGH UNITS 5 ‘ 
B- 21%" ARE SUITABLE FOR BASEMENTS. [%| WINDOW DIMENSION |% 


C- 17% 7 
D- 18% : HORIZONTAL SECTION VERTICAL 
" SECTION 


Outside 





WINDOW DIMENSION 
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F - 20% 
G- 20% 
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BAYLEY ALUMINUM PROJECTED WINDOWS PLATE 405 
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SECTIONS SHOWN HALF SIZE 


BAY | _ ALUMINUM PROJECTED WINDOWS _ 


DOUBLE GLAZING— As the originator of the double glaz- 
ing provision in metal windows, this Bayley Aluminum 
Projected Window is also designed with extra deep sec- 
tions to accommodate the recently perfected double glaz- 
, known as “Thermopane” or “Twindow” \/" thick. 


: are improved forms of double glazing, consisting of = ; 
wo panes of glass separated by a dehydrated air space 
d around the edges at the factory with a et : 


TYPICAL UNITS 


MULLION COVERS OPTIONAL AT EXTRA COST. 
reo — = <=, 


outade ? | 
WIND. DIMEN | 9 L"44. 34° __]|_ WIND.DIMEN. | 


ATT MULLION 
FOR OPENINGS OVER 4-1" HIGH 


MULLION COVERS OPTIONAL AT EXTRA COST. 


WIND.DIMEN.| {wino.pnaens. 


28 to 38. 
AM MULLION 
FOR OPENINGS UP To 4-1" INCLUSIVE 


Oe 


metal-to-glass bond. Installation is similar to that for 
single glass, simplifying glazing procedure encountered 
in the double glazing for which Bayley has long been 
known as the "Trailblazer." Wherever uniform tempera- 


ture, humidity control and low fuel costs are desired . 
- Bayley now recommends the use of “Thermopane” or, 
“Twindow” in conjunction with Fc Sate Aluminum Pro- 
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